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Message Text 

UNCLASSIFIED 

PAGE 01 ZAGREB 00065 270647Z 
ACTION FBOE-OO 

INFO OCT-01 EUR- 1 2 ISO-OO A-01 /014W 

047746 271203Z/14 

R 261539Z JAN 78 
FM AMCONSUL ZAGREB 
TO USIA WASHDC 
INFO AMEMBASSY BELGRADE 
SECSTATE WASHDC 498 1 

UNCLAS ZAGREB 065 

USIAC 


USIA FOR IOM/AOD BORK; SECSTATE FOR FBO 
E.O. 11652: N/A 


SUBJECT: ZAGREB USIA RENOVATION 


1 . REQUEST SOONEST 25 ADDITIONAL BOXES FOR CONNECTION 2000 WATT 
DIMMERS AND DISPLAY WINDOW TRACK LIGHTING. (2000 WATT DIMMERS 
REQUIRE 2 BOXES EACH). 

2. REQUEST 10 END CAPS FOR DISPLAY WINDOW LIGHT TRACKS. 

3. REQUEST 4 ADDITIONAL COPIES FURNITURE LAYOUT AND SEPIA. 

4. THERMOSTAT FOR A.C. SYSTEM INCOMPLETE FOR TOTAL SYSTEM REMOTE 
CONTROL. THERMOSTAT ON HAND A HONEYWELL T8726- 1236-1 SUPPLIED 
BY CARRIER. REQUIRE A HONEYWELL 0672 SUBBASE. SHIP SAF AVAILABLE 
AT CONTROL WHOLESALERS - 321-9494. 


5. REQUIRE A COMBINATION MAGNETIC STARTER IN NEMA 1 ENCLOSURE FOR 
FAN COIL UNIT. SIZE 1. 2 HP MOTOR. 380 VOLT. 3 PHASE, 20 AMP 
CIRCUIT BREAKER; 3-6 AMP HEATERCOILS, WITH ONE AUXILARY CONTACT. 
SUGGEST ATLANTIC ELECTRIC, SHIP SAF. 

UNCLASSIFIED 


UNCLASSIFIED 
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6. REQUIRE A REPLACEMENT WRAP-AROUND ACRYLIC LENSE FOR WAKEFIELD 
PR-214 FLUORESCENT FIXTURE. ZEHNER 
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